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UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 
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1. REGISTRATION NO. CUSTOMER NO. 

96^-0001 15 

FORM APPROVED 

0M6 NO. 05790036 

2. HEADQUARTERS RESEARCH FACIUTY (Name and Address, as r9glst9nd w«h USDA, 
fndua^ Zip Code) 

UNIVERSITY OF ALASKA FAIRBANKS 

320 SIGNERS' HALL 

FAIRBANKS, AK 9Q775 
(907)474-7112 

3. REPORTING FACIUTY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 
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See Attached Listing 


REPORT OF ANtMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY fAffacfi adWfena/ she9ts if necessary or USB APHtS FORM 7023A ) | 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Nurhberof 
anirrvls being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 

C. Number of 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relievlng drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animels 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizino drugs wars 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving aoconpanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected (he procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An BxpiSMiion of 
foe procedures produdnQ pain or otfsfress in fosse 
animals and foe raaaons such drugs were not used 
musf be affacbed to this raport) 
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ASSURANCE STATEMENTS 


t) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, aruilgesic. and tranguilizing drugs, prior to, during, 
and following actual research, leaching, testing, surgery, or experl mentation were follcwed by this research facility. 

2) Each principal investigator has coruldered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and raguiattons be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summaiy of all the exceptiora is attached to tMs annual report In 
addition to identifying the lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 
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This report is required by law (7 USC 2143). Failure to report accordjrrg to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 
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REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY fAttech addHional sheets ifnecessery or use tNs form.) 


A. 


Interagency Report Coniroi No 
018Q-OOA-AN 


Animals Covered 
By The Animal 
Welfare Regulations 



1. REGISTRATION NO. CUSTOMER NO. 

96-R-0001 15 

FORM APPROVED 

0MB NO. 057&0036 

I 2. HEADQUARTERS RESEARCH FACILITY (fieme end Address, as registered with USDA, I 

1 kKlude Zip Code) 


UNIVERSITY OF ALASKA FAIRBANKS 

320 SIGNERS' HAU 
FAIRBANKS. AK 89775 
(907)474-7112 



B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain> 
relieving drugs. 
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D. Number of animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon ^ich teaching, 
expahments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthellc,analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expehmenls, surgery, or tests. (An exfitanation of 
the procedures producing pakj or distress in these 
animais and tne reasons such drugs were not used 
must be arteched to this report) 


TOTAL NO. 
OF ANIMALS 

{Cols. C ♦ 
E] 











^3 




















z</ 






6^Z- 


/Oip 


/I' 















/o 

















































ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatmenL and use of animals, Induding appropriate use of anesthetic, analgesic, and tranquHizing drugs, prior to, during, 
and followng actual research, teaching, testing, surgery, or experimentatiort were fOliowed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Ad. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A aummary of all the exeeptfona fs attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary Indudes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research faculty has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects d animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 
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APHIS Form 7023 Sit* List 


The following sites have been reported by the facility. 

Registration Number; 96-R-0001 

Customer Number: 1 5 

Facility: UNIVERSITY OF ALASKA FAIRBANKS 

320 SIGNERS* HALL 
FAIRBANKS, AK 99775 
(907)474-7112 


UNIVERSITY OF ALASKA FAIRBANKS 
UNIVERSITY OF ALASKA FAIRBANKS 
FAIRBANKS. AK 99775 
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FORM APPROVED 

OMB NO. 0579-0036 


Alaska SeaLlfe Center 


ANNUAL REPORT OF RESEARCH FACILITY 
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3. R£PORT1HG FACILITY ( List alt locationt wharo animals wars housed or used In actual research, tasting, or experimentation, or held for these purposes. Attach 



sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atsdwd Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILTIY ( Attach add 




KMd Listing 301 Railway Avenue 
Seward. AK 99664 


sheets If nsoessarv or use APHIS Form 7023A ) 



Animala Covered 
By The Animal 
Walfara Regulations 


Number of animal 
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conditioned, or 
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experiments, 
ressarch, or 
aurgeiy but not yc 
used for such 
purposes. 
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vihich teaching, 
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expertmtfTts. or 
testa were 




Involving r>o pain, 
distress, or use o 
pairHetevir>g 
drugs. 
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conducted Involving 
Bccompanying pain or 
diatreas to the animalt an 
for vrftich appropriata 
aneithatic. analgaaic. or 
tranquMzing drugs ware 

liftftd 


Number of animals upon which teaching, experiments, 
research, surgery or lasts vrsre conducted involving 
accompanying pain or distrasa to the animals and for wh 
the uae of appropriate anesthetlG; anelgealc. or trenquHtz 
drugs would have adv ar aely affected the procedures, res 
or interpretation of the teaching, reaeerch, experiments, 
surgery, or tests, ( An explanatlan of the procedures 
producing pain or (Mesa in these animals and the reesr 
such drugs were not used must be attached to this rapoii 
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4, Dogs 
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G. Guinea Pi 


7. Hamsters 


8. Rabbits 


9. Norvhuman Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 
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ASSURANCE STATEMEiirS 


1 ) ProfossiortoBy acceptable standards governing the care, treatment, and use of animals. Inciuding appropriate use of anestetic, anal^slc, and trenquBizing drugs, prior to, during, and following actual msei 
teaching, testing, surgery, or experimentation were foliowed by this research facility. 

2 ) Each principal investigator has considered alternatives to painful procedures. 

3) This fadllty is adherirtg to the starxlards and regulattons under the Act and it has requtred that exceptions to the standards and regulations be specified and explained by the principal investigator and ap^ 
InsUtLrtkmal Animal Cara and Use Committee (lACUC). A aumrnary of aM such excaptiona it atfached to this annual report. In addition to identifying the lACUCepproved exceptions, this summary Irv 
brief explanation of the exceptions, as well as the speM artd number of animab affected. 

4) The attending vetermarian for this research facHity has appropriata authority to ansura tha provision of adaquata veterinary care and to ovareaa the adequacy of other aspects of animal care ar>d use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible InsUtutionaJ Official ) 










